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UNCLASSIFIED 

PAGE 01 STATE 115350 
ORIGIN DOE- 15 

INFO OCT-01 EUR- 1 2 ISO-OO SOE-02 OES-07 10-14 ACDA-12 
EB-08 OIC-02 /073 R 

DRAFTED BY USDOE:IA:MVMCCLARY:GJ 
APPROVED BY OES/NET:DHOYLE 
IO/SCT: A .ITU .SON 
ACDA: N HOLLINGSWORTH 
OES/NET: R LIIMATAINEN 

032041 060220Z/73 

P 05211 1Z MAY 78 

FM SECSTATE WASHDC 

TO AMEMBASSY VIENNA PRIORITY 

UNCLAS STATE 1 15350 

USIAEA 

E.O. 11652: N/A 

TAGS:AORG, OCON, IAEA, TECH 

SUBJECT: IAEA/IWGFR MEETING ON LEAK DETECTION AND LOCATION 
IN LMFBR STEAM GENERATORS, DIMITROVGRAD, USSR, JUNE 6-9, 

1978. 

REF: A) VIENNA 02718: B IMCCLARY/GABBERT TELEGRAM 4-27-78 

1 . REQUEST MISSION NOMINATE JOHN M. MCKEE (ANL) AND 
PATRICK M. MCGEE (GE, FBRD) TO ATTEND SUBJECT MEETING AT 
THEIR ORGANIZATION S EXPENSE. 

2. OFFICIAL INVITATIONS SHOULD BE SENT DIRECTLY TO 
NOMINEES. CHRISTOPHER 
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Decaption Note: 
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Disposition Case Number: n/a 
Disposition Comment: 
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Disposition Event: 
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Disposition Remarks: 

Document Number: 1978STATE1 15350 
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Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 
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Format: TEL 
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Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1978/newtext/t19780587/aaaacwoh.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: d86a3aa3-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN DOE 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
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Review Exemptions: n/a 
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Review Release Date: n/a 
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Subject: IAEA/IWGFR MEETING ON LEAK DETECTION AND LOCATION IN LMFBR STEAM GENERATORS, DIMITROVGRAD, USSR, JUNE 6-9, 
1978. 
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